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Message Text 

UNCLASSIFIED 

PAGE 01 LONDON 03793 071820Z 
ACTION COME-OO 

INFO OCT-01 EUR- 1 2 ISO-OO EB-08 PM-04 DODE-OO CIAE-00 
INR-07 NSAE-00 /032W 

071821Z 059471 /43 

P R 071717Z MAR 77 
FM AMEMBASSY LONDON 
TO SECSTATE WASHDC PRIORITY 1317 
INFO USMISSION NATO BRUSSELS 

UNCLAS LONDON 03793 

E.O. 1 1652: N/A 
TAGS: BEXP’ UK 

SUBJECT: NATO INFRASTRUCTURE PROJECT: ICB NOTICE: 

OFFICE EXTENSIONS AND DIESEL GENERATOR INSTALLATION. 

1 . EMBASSY HAS RECEIVED ICB NOTICE RELATING TO OFFICE 
EXTENSIONS AND DIESEL GENERATOR INSTALLATION AT NORTH- 
WOOD, MIDDLESEX, ENGLAND. 

2. TWO MAIN PROJECTS ARE ENVISAGED ON LARGE OFFICE 
EXTENSIONS OF APPROXIMATELY 3,000 SQUARE METERS FLOOR 
AREA, AND THE INSTALLATION IN A NEW ENGINE HOUSE OF 
THREE 1 1KV, 50HZ' 1MVA AUTOMATIC START DIESEL GENERAT- 
ING SETS AS A COMPLETE POWER SYSTEM UP TO AND INCLUDING 
THE H.V. OFFTAKE VACUUM CIRCUIT BREAKER PANELS. 

WORK IS EXPECTED TO START JUNE 1979. VALUE OF WORK 
ESTIMATED AT 5 MILLION POUNDS FOR THE MAIN CONTRACT AND 
500,000 POUNDS FOR THE DIESEL GENERATOR. 

4. FIRMS ELIGIBLE AND WISHING TO BE INVITED TO TENDER 
SHOULD REPLY (QUOTING THIS CABLE REFERENCE) WITHIN ONE 
MONTH TO OFFICE OF COMMERCIAL AFFAIRS AT THIS EMBASSY. 

SPIERS 

UNCLASSIFIED 
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